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AGENDA 

Meeting: Thursday February 27, 2014 - 9:00 am 
Community Safety Building, 112 Mystic St. 


Please notify Chief Jefferson if you will not be able to attend. 


1. Introductions and Attendance 

2. Minutes of Last Meeting - November 19, 2013 

3. Update on LEPC issues and events 

4. Schedule Next Meeting 

5. Adjournment 


The Shelter Training exercise will begin at the conclusion of the LEPC 
meeting. 



